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[CHAP. 1

are primarily intended for use in silt and clay and are not strong enough for
sampling of very hard and partly cemented soils or soils containing an appre-
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FIG. 13.    Soil sampling by pushing with block and tackle.    (Hvorslev.')

ciable amount of coarse gravel. In spite of the vacuum over the sample prc
vided by means of the pistons, the samplers will not always retain very soi
soils or saturated, entirely cohesionless soils. After the sampler has bee
driven it is advisable to wait 10 to 15 min before withdrawing it in order t
allow full friction to be established between the sample and the sampler. Th